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-9004300289 Insp Rept 50-293/90-08 on 900326-29.No violations noted. Major areas
inspectedchanges        to        emergency        preparedness        program.emergency
facilities,equipment.instrumentation & supplies & organization & mgt control.
CONKLIN.C., LA2ARUS.W. Region 1, Ofc of the Director. 90/04/11. 9pp. 53664:203-
53664:211.

9004260333 Responds to NRC Bulletin 90-002 re loss of thermal margin caused by
channel box bow.Channel boxes for second bundle lifetime not currently used.
BIRD.R.G. Boston Edison Co. 90/04/18. Document Control Branch (Document Con-
trol Desk). 2pp. 53615:156-53615:157.

9004200525 Suppl 1 to NRC Info Notice 89-070, "Possible Indications of Misrepresent-
ed Vendor Products." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/04/26.
Consolidated Edison Co. of New York, Inc. 102pp. 53601:131-53601:234.

9004240313 NRC Info Notice 90-027, "Clarification of Recent Revs to Regulatory Re-
quirements for Packaging of U Hexafluoride (UF6) for Transportation." Svc list encl.
TEN EYCK.E.Q. Division of Safeguards & Transportation (Post 870413). 90/04/30.
Consolidated Edison Co. of New York, Inc. 97pp. 53742:001-53742:099.

9004240359 NRC Info Notice 90-028, "Potential Error in High Steamiine Flow Setpoint."
Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/04/30,
Consolidated Edison Co. of New York, Inc. 91pp. 53601:235-53601:327.

9004240393 NRC Info Notice 90-029, "Cracking of Cladding & Heat-Affected Zone in
Base Metal of Reactor Vessel Head." Svc list encl.

ROSSI.C.E Division of Operational Events Assessment (Post 870411). 90/04/30.
Consolidated Edison Co. of New York, Inc. 97pp. 53601:328-53602:067.

9005030161 Advises that licensee 890721 response to NRC Bulletin 89-008 & Generic
Ltr 89-08.acceptable.

EATON.R.B. Project Directorate I-3. 90/04/30. WESSMAN.R.H. Project Directorate I-
3. 2pp. 53705:121-53705:122.

9004250159 NRC Info Notice 90-030, "Ultrasonic Insp Techniques for Dissimilar Metal
Welds." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/01.
Consolidated Edison Co. of New York, Inc. 98pp. 53663:084-53663:183.

9005030007 NRC Info Notice 90-032, "Surface Crack & Subsurface Indications in Weld
of Reactor Vessel Head." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/03.
Consolidated Edison Co. of New York, Inc. 100pp. 53753:104-53753:203.

9004260013 NRC Info Notice 90-031, "Update on Waste Form & High Integrity Contain-
er Topical Rept Review Status, Identification of Problems W/Cement Solidification &
Reporting of Waste Mishaps." Svc list encl.

BANGART.R.L Division of Low-Level Waste Management & Decommissioning (Post
870413). 90/05/04. Consolidated Edison Co. of New York, Inc. 101pp. 53753:001-
53753:103.

9005160278 Proposes workshop on 900620-21 in King of Prussia.PA to promote better
understanding of NRC insp program.Proposed agenda, w/keynote speakers & outline
for breakout sessions encl.

KANE.W.F. Region 1, Ofc of the Director. 90/05/04. BIRD.R.G. Boston Edison Co.
4pp. 53851:219-53851:222.

9005030120 NRC Info Notice 90-033, "Sources of Unexpected Occupational Radiation
Exposures at Spent Fuel Storage Pools." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/09.
Consolidated Edison Co. of New York, Inc. 103pp. 53742:100-53742:202.

9005160104 Forwards Requalification  Reexam Rept 50-293/90-11OL administered
during wk of 900423,per NUREG-1021, "Operator Licensing Examiner Stds," Rev
S.Section ES-601.AII three operators passed respective areas of exam.
GALLO.R.M. Region 1, Ofc of the Director. 90/05/09. BIRD.R.G. Boston Edison Co.
3pp. 53877:093-53877:099.

-9005160105 Exam Rept 50-293/90-11OL on 900423-24.Exam results:all operators
passed reexam.

FISH.T.H., CONTE.RJ. Region 1, Ofc of the Director. 90/05/04. 4pp. 53877:096-
53877:099.

9005040137 NRC Info Notice 90-034, "Response to False Siren Activations." Svc list
encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/10.
Consolidated Edison Co. of New York, Inc. 99pp. 53753:204-53753:302.

9005210042 Forwards Insp Rept 50-293/90-12 on 900416-2p.No violations
noted.Planning & radiological safety controls for outage work significantly improved
over previous insps in area.

BELLAMY.R.R. Region 1, Ofc of the Director. 90/05/10. BIRD.R.G. Boston Edison
Co. 2pp. 53874:001-53874:007.

-9005210043 Insp Rept 50-293/90-12 on 900416-20.No violations noted. Major areas
inspected:radiological controls during outage, including status of previously identified
items, organization & staffing & control of outage work.

DRAGOUN.T., PASCIAK.W. Region 1, Ofc of the Director. 90/05/04. 5pp. 53874:003-
53874:007.

9005180001 NRC Info Notice 90-036, "Apparent Falsification of State of CT Weight
Certificates." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/24.
Consolidated Edison Co. of New York, Inc. 99pp. 53928:001-53928:099.

9005180095 NRC Info Notice 90-037. "Sheared Pinion Gear-to-Shaft Keys in Limitorque
Motor Actuators." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/24.
Consolidated Edison Co. of New York, Inc. 103pp. 53903:278-53904:020.

R. Periodic operating reports & related correspondence

9005030304 "Radiological Environ Monitoring Program Rept 22,Jan-Dec 1989." W/
900430 Itr.

SEJKORA.K.J., DIMASCIO.NJ., HIGHFILL.K.L Boston Edison Co. 89/12/31. 169pp.
53710:077-53710:245.

9005150097 "Marine Ecology Studies Re Operation of Pilgrim Station Semiannual Rept
35 Jan-Dec 1989." W/900423 Itr.
WAGNER.EJ. Boston Edison Co. 89/12/31. 376pp. 53823:001-53824:016.

9004300238 "NPDES Discharge Monitoring Rept for Jan-Mar 1990." W/900423 Itr.
----------------------     ------------   ---------ER.E.J.   ~            ~"        "      ------------

53655:091-53655:109.

ANDERSON.RA,   KRAFT.E., WAGNER

Boston Edison Co.  90/03/31.  19pp.

9005210260 Monthly operating rept for Apr 1990 for Pilgrim Nuclear Power Station.W/
900514 Itr.
MUNRO.W., HIGHFILL.K.L Boston Edison Co. 90/04/30. 8pp. 53873:212-53873:219.

S. Reportable occurrences, LERs & related correspondence

9004240270 LER 90-004-00:on 900316,leakage for feedwater check valves found to be
in excess of limits.Caused by damaged soft seat & inconsistencies in valves.Soft seat
matl & bushings in valves replaced & hinge pins reinstalled.W/900413 Itr.
BASILESCO.GJ.,    BIRD.R.G.   Boston   Edison   Co.   90/04/13.    5pp.   53589:080-
53589:084.

9004270250 LER 90-005-00:on 900320.GE Type AK-2A-50 480-volt circuit breaker did
not trip automatically during planned bus transfer.Caused by latch prop misalignment
due to missing retaining ring.Offsite insp performed.W/900419 Itr.
ELLIS.D.W., BIRD.R.G. Boston Edison Co. 90/04/19. 2pp. 53602:289-53602:290.

9004270211 Discusses 900320 GE Model AK-A-50 480-volt circuit breaker failing to
auto-transfer from one safety-related bus to another bus in preparation for surveillance
activities. Caused by missing retaining clip.GE findings requested.
GRIMES.B.K. Division of Reactor Inspection & Safeguards (Post 870411). 90/04/20.
MITCHELL.R.C. General Electric Co. 2pp. 53632:215-53632:216.

9004300219 PNO-l-90-030:on 900419,facility control room notified of siren pole cut
down & blocking road.Licensee responding to inquiries & will be briefing Massachu-
setts Civil Defense Agency & town of Plymouth on 900420.

CONKLIN.C., BELLAMY.R. Region 1, Ofc of the Director. 90/04/20. 1p. 53656:050-
53656:050.

9005090122 LER 90-006-00:on 900330,determined that position of primary containment
sys isolation valve not recorded daily.per Tech Specs.Review performed to determine
if other problems existed.Plant shut down & review performed.W/900430 Itr.
LUNN.B.P.. BIRD.R.G. Boston Edison Co. 90/04/30. 10pp. 53767:020-53767:029.

9005240190 Responds to NRC 900420 Itr re breaker overhaul & refurbishment activities
due to GE Model AK-2A-50 circuit breaker failure at plantCaused by snap ring failure.
Reinsp confirmed no failures due to hardware configuration.

MITCHELL.R.C. General Electric Co. 90/05/10. GRIMES.B.K. Division of Reactor In-
spection & Safeguards (Post 870411). 5pp. 53908:070-53908:074.

V. Operator Examinations

9005160104  Forwards  Requalification Reexam   Rept 50-293/90-110L  administered
during wk of 900423,per NUREG-1021, "Operator Licensing Examiner Stds," Rev
S.Section ES-601 .All three operators passed respective areas of exam.
GALLO.R.M. Region 1, Ofc of the Director. 90/05/09. BIRD.R.G. Boston Edison Co.
3pp. 53877:093-53877:099.

-9005160105 Exam Rept 50-293/90-110L on 900423-24.Exam results:all operators
passed reexam.

FISH.T.H., CONTE.R.J. Region 1, Ofc of the Director. 90/05/04. 4pp. 53877:096-
53877:099.

9005230162 Notifies of change of senior operator status for CJ Martin, per
10CFR50.74.CJ Martin will no longer participate in licensed operator requalification
training program.

BIRD.R.G. Boston Edison Co. 90/05/15. Document Control Branch (Document Con-
trol Desk). 2pp. 53918:317-53918:318.
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J. Insurance & indemnity information

9004250270 Forwards NRC 900405 order terminating License R-114,Amend 12 to In-
demnity Agreement E-51 .safety evaluation & environ assessment & finding of no sig-
nificant impact.

MICHAELS.T.S. Non-Power Reactors, Decommissioning & Environmental Proj.
Dir.(891001-900602). 90/04/05. WILKINSON.R.E. Michigan State Univ., East Lansing,
Ml. 5pp. 53597:263-53597:274.

9004260280 Forwards executed Amend 12 to Indemnity Agreement E-51 ,in support of
order terminating License R-114.

GRIDER.H.G. Michigan State Univ., East Lansing, Ml. 90/04/18. MICHAELS.T.S. NRC
- No Detailed Affiliation Given. 2pp. 53615:275-53615:276.

P. Operating license stage documents & correspondence

9004250270 Forwards NRC 900405 order terminating License R-114,Amend 12 to In-
demnity Agreement E-51 .safety evaluation & environ assessment & finding of no sig-
nificant impact.

MICHAELS.T.S. Non-Power Reactors, Decommissioning & Environmental Proj.
Dir.(891001-900602). 90/04/05. WILKINSON.R.E. Michigan State Univ., East Lansing,
Ml. 5pp. 53597:263-53597:274,

-9004250273 Order terminating License R-114.Reactor fuel removed from core &
shipped to DOE facility & facility dismantled & decontaminated.per 890711 order.
HOLAHAN.G.M.  Division of Reactor Projects -  III.IV.V & Special  Projects  (Post
870411).   90/04/05.   Michigan  State   Univ.,   East  Lansing,   Ml.   2pp.  53597:268-
53597:269.& maint of motor-operated valves & concerns
